This report is required by law (7 USC 2143) Failure to report accordiny to the regulations can 
result in an order to cease and desist and to be subiect to penalties as provided for in Section 2150 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for 
additional information. 



Interagency Rep>ort Control No 
0180-OOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

Th/ies djficJtt. 

ATTAJ ‘ ^ 

, /M- py 9-7 


sheSsJlnecet^'^'r '“^^earch. lesling, leaching, of experirnenlalion, or held lor Ibese purposes Allach addilionol 


FACILITY LOCATIONS fSr/es7 


PiNjCAL XAJi/£5n cAnoiO v c 


nm 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach adidihonal 


sheets it necessary or use APHIS FORM 7023A.) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held tor use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0 Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and tor which appropriate 
anesthetic, analgesic, or 
Iranquilizing drugs were 
used 


E. Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducled involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic, analgesic, or tranquilizing drugs would 
have adversely affected the procedures, results, or 
interprelaiion of the teaching, research, 
experiments, surgery, or tests, (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


4. Doqs 


TOTAL NO 
OF ANIMALS 


(Cols. C + 
D + E) 



acceptable standards governing the cate, treatment, aird use ol animals, including approriate use ol anesthetic, analgesic, and Irangulliving drugs, prior to. during 
and following actual research, teaching, testing, surgery, or experimentation were lotlowed by this research facility. 

2) . Each principal investigator has considered alternatives to painful procedures 

3) This lacility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specilied and explained by the 
principal mvesligalor and apP'oved by the Inslilulional Animal Care and Use Committee (lACUC) A summary of all such exceptions is attached to this ann^ual report. In 
addition to identifying the lACUC -approved exceptions, this summary includes a biiel explanation ol the exceptions, as well as the species and number ol animals aflecled 

anfma! cam'antfuse"^”^" research facility has appropriate authority to ensure the provision ol adequate veterinary care and to oversee the adequacy ol other aspects ol 


CERTIFICATION BY IIEADQUARTES RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 

I .y above is true, correct, and complete (7 U S C Section 2t43) 

I NAME & TITLE OF C-E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


(OCT 88). which is ubsufete ) 


DATE SIGNED 






PART 1 • HEADOUAP 

































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 


OCT 0 521® 


See attached form for 
additional information. 


Interagency Report Control N^.:, 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 52-R-0001 

CUSTOMER NUMBER: 400 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Blue Ridge Community College 

U.S. Route 11 

Weyers Cave, VA 24486 



Telephone: (540) -234-9261 



FACILITY LOCATIONS (Sites) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 

" I I I I 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
condidoned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
i purposes, 

i 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 

1 or interpretation of the teaching, research, experiments, 

surgery, or tests. ( An explanation of the procedures 
! producing pain or distress in these animals and the reas( 

such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





o 

5. Cats 





cS. O 

6. Guinea Pigs 





\ 

7. Hamsters 






8. Rabbits 





1 

9. Non-human Primates 






10. Sheep 


V 



¥ 

11. Pigs 



i 


¥ 

12. Other Farm Animals 

m . 



1 


l 

tSfitrtCeu} 






13. Other Animals 

























1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actuai rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary me 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



ini 


88). which is obsolete.) 













This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


1. REGISTRATION NO. 
52-R-0002 


See reverse side for 

additional information. 


ON NO. CUSTOMER NO. 

504 


Interagency Report Control NoV 
0180-DOA-AN ^ 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA. 
include Zip Code) 

COLLEGE OF WILLIAM AND MARY 
P.O. 80X8795 
WILLIAMSBURG, VA 23187 


3. REPORTING FACILITY (List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITY LOCATIONSfsrfes) 


COLLEGE OF WILLIAM AND MARY 
GLOUCESTER POINT, VA 23062 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

v^ich teaching. 

teaching, research, 

conducted involving accompanying pain or distress 

research, 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted involving 

anesthetic, analgesic, or tranquilizing drugs would 

(Cols. C + 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. — 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 


SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) 


DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which is obsolete 


PART 1 - HEADQUARTERS 


























This repon is required by law (7 USC 2143). Failure to report according to the regulations can 
esuii ,n an order to cease and desist and to be subieci to penalties as provided lor m Section 21' 

See attachea form for 
additional information. 


Interagency Report Control No.: iANj 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0003 

CUSTOMER NUMBER: 497 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Eastern Virginia Medical School 
358 Mowbray Arch 

P.O. Box 1980 

Norfolk, VA 23501 

OCT > / 2@05 


Telephone: (757) -446-5600 




REPORT OF ANIMALS USED BY OR UNDER 

B. NumOer of animal 
being bred, 
conauioned, or 

Animals Covered Held for use in 

By The Animal leaching, testing, 

Welfare Regulations experiments, 

' research, or 

surgery Out not y€ 
used for such 
purposes. 

:ONTROL OF RESEAR 

C. Number of 
animals upon 
which leaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use 0 
pain-relieving 
drugs. 

CH FACILITY f Attach additfona 

D. Number of animals upon 
which experiments, 
leaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress lo me animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquiiizing drugs were 
used. 

1 sheets If necessarv or use APHIS Form 7023A 1 1 

E. Number of animals upon which leaching, experiments, 1 F. 
research, surgery or tests were conducted involving 1 

accompanying pain or distress to the ammais ana for wr I 
the use of appropriate anesthetic, analgesic, or iranqumz ! '*'OTal NUMBER 

drugs would have adversely affected the procedures, res i animalS 

Of interpretation of the teaching, research, experiments ! 
surgery, or tests. ( An explanation of the procedures ( COLUMNS 

producing pain or distress m these ammais ano me reasi i C + D F ^ 

such drugs were not used must be attacned to mis repon ' 

Dogs 




: Cats ! 

i 



.. 1 u 

0 

Guinea Pigs 


2 

i V 

i 2 

namsters I 


'in 


Raboiis 

*■ "I -1 


173 

30 

^ 173 

Non-human Primates i 

•N 1 

5 

61 


3 Sheep ! 



— ^ 66 

1 n 

Pigs 


A5 

45 

Oiner Farm Animals 



i 

1 0 

- 



i 

3 Other Animals 



i 

1 

^ . 








ASSURANCE STATEMENTS 



1 



Eacn principal mvesiigaior has considered allernalives lo painful procedures. 


one. expianaiion of me exceptions, as well as the speUs anru;^^er pi a™™is affect ""™ '^C^C-approved exceptions, this s.nvx^r, i.^ 


1 ) The attending veterinarian lor this research facility has appropriate authority to 


ensure the provision of adequate veterinary care and to oversee the adepuacy of other aspects of ammai care a.-c us. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAMF A TITI C AF C C r\ rto iwctiti fx«/-vki 


DATE Signed 


l AuG 91 ) 


■xepiaues vo rcjrxM lO-Xd (UU I 88), which is Obsolete.) 





This report is required by law (7 DSC 2143). Failure to report according to the regulations can 


See attached form for 
[Additional information. 


Interagency Report Comrol n5 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0004 

CUSTOMER NUMBER: 403 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

George Mason University 

Asst Dir Of Rsrch Comp, 4400 University Dr Ms 4c6 

( TYPE OR PRINT ) 

Fairfax, VA 22030 



Telephone: (703) -993-4015 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY t Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animat 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use a 
pain-relieving 
drugs. 

D. Number of anin^ls upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 





0 

5. Cats 





0 

6, Guinea Pigs 





0 

7, Hamsters 





0 

8. Rabbits 




1 

0 

9. Non-human Primates 





0 

10. Sheep 





0 

11. Pigs 





n 

12. ether Farm Animals 





n 







13. ether Animals 





n 






















1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 

SIGNATURE 

WAMP A TiTi P np r P n np im.qtiti ixiriMAi nppiriAi / Twr,<, orint i 

DATE SIGNED 

llU^/os 


APHIS FORM (Kepiaces vs> i-ukm (uci Btt), wnicn is oDsoieie.j 

(AUG 91 ) 






















0 


: t'. 


This report is required by law (7 USC 21 43) Failure to report accordmg to the regulations can 
result in an order to cease and desist and to be subject la penalties as provided for tn Section 2150 


DEC 


Set reverse side for 
additionalinformatlon 



Interagency Report Control No 
0180-DOA-AN 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1 RCGISTRATION NO, 

52-R-OOll 

FORM APPROVED 

OMB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA 
IhctudsSp Code) 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

University of Virginia 

314 Madison Hall 

Office of the Vice President for Rese 
1 n ^ UA noon/. 

3. REPORTING FACILITY (List all locations whore animals were housed or used in actual research, testing, teaching, or experimentalion. o/hald for these purposes. Attach additional 
sheets if necessary.) 


FACILiryLOCATlOriS (Sites) 


See form 7011 


r " '— ' " II . I I 

I REPORT OF ANIMALS USED SV OR UNDER CONTROL OF RESEARCH FACtLiTV (AttacT^ additlortal sheets if necessary or use APHiS FORM 7023A) 


A. 

Animals Covered 

By The Anima 

Welfare Regulations 

Q. Number of 
animals being 

bred. 

conditioned, or 
held foruse in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 

conducted 
involving no 
pain, distress, oi 
use of pain- 
relieving drugs 

O. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 

and for which appropriate 
anesthetic, analgesic, or 
Iranqutli2lng dnjgs were 
used 

E. Number of animats upon which teaching 
experiments, research, surgery, or lasts veers 
conducted involving accompanying pain or distress 
to the animals and for which the use of approoriate 
anesthetic, analgesic, or (ranquilizing drwgs would 
have adversely affected the procedures, results, or 
interpretation of the leaching, research, 
experiments, surgery, or tests. (4n exp/snafron of 
the procedures producing pain or distrass in thosa 
animals and tha raasons such drugs were nof used 
must be attached lo this report) 

F, 

TOTAL NO 

OF ANIMALS 

(Cols. C 

D -h E) 

4. Dogs 

0 

0 

96 

0 

96 

5. Cats 

0 

0 

0 

0 

0 

6. Guinea Pigs 

13 

55 

28 

0 

96 

7. Hamsters 

513 

26 

10 

o 

549 

6. Rabbits 

35 

36 

918 

0 

989 

9. Non-human Primates 

0 

0 

0 

0 

0 

10, Sheep 

0 

0 

0 

0 

0 

11.. Piqs 

40 

48 

67 

o 

155 

12. Other Farm Animals 












13 Other Animals 






Ferret 

19 

16 

0 

0 

35 

Musk shrew 

355 

0 

255 

0 

580 










1) Professlanallyacceplable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and IranquiiiziTig drugs, prior to. during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility Is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified end explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (JACUC). A summary of eM such exceptions is attached lo tJhis annual report. In 
addition to idenlilying the lACUC -approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected 

4) The attending veterinarianfor this research facility has appropriate authority lo ensure the provision of adequate veterinary care and to oversee the adeq<uacy of other aspects of 

animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legally Responsible Institutional Official) 
i certify that the above Is true, correct and complete (7 U.S.C. Section 2143). 



SIGNATURE OF CEO OR INSTITUTIONAL OFFICIAL 



• DATE SIGNED 


AHHIb hOKM 7023 (Replaces VS FORM 18-23 (OCT 88) which Is obsolete 


(AUG 91 ) 





NOV 2 3 2805 


This report is required by law (? USC 21 43) Failure to report according to the regulations can 
result in an order to cease and desist and to be subject lo penalties as provided for in Section 2150 


Set reverse side for 
additlonalintormation 


lnterager>cy Report Control 
0180-0OA-AN 


No 


UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

ANNUAL REPORT OF RESEARCH FACILITY 
(TYPE OR PRINT) 

t REGiSTAATION NO . U, i ^ 

52-R-0012 H 9^ 

FORM APPROVED 

OMB NO. 0570-00:^ 

2. HEADQUARTERS RESEARCH FACILITY (Name and Addraaa, as ragtatarad with USDA 
includa Zip Coda) 

Virginia Polytechnicinst. & State Univ. 
1880 Pratt Drive, Suite 2006 (0497) 
Blacksburg, VA 24061 

3 reporting FACILITY (List alt locations vrtiere animala were housed or used In actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) 


FACILITYLOCATIONS (Sites) 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACIUTV (Attach additional sheets If necessary or use APHIS FORM 7023A) 


A. 

Animats Covered 

By The Anima 

Welfare Regulations 

B. Number of 
animals being 

bred, 

conditioned. or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes 

C. Number of 
animals upon 
wnich teaching, 
research, 
experimanta, or 
teats were 

conducted 
Involving no 
pain, distress. oi 
use of pain- 
rellaving drugs. 

O. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted Involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetto. analgesic, or 
tranqulllzing drugs were 
used 

E. Number of animals upon which teaching 
experiments, research, surgery, or tests were 
conducted Involving accompanying pain or distress 
to the animala stkI for which the use of appropriate 
anesthetic, analgesic, or tranqulllzing drugs would 
have adversely effected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An Bxplanation of 
tha procaduraa producing pain or dtstrasa in those 
animals and tha raasons such drugs were not usad 
must be effsched to this report) 

F. 

TOTAL NO 

OF ANIMALS 

(Cols. C -»• 

D + E) 

4. Dogs 

0 

6 

228 

0 

234 

5. Cats 

4 

22 

164 

0 

186 

6. Guinea Pigs 

2 

0 

12 

0 

12 

7. Hamsters 

0 

77 

0 

0 

77 

8. Rabbits 

0 

27 

4 

0 

31 

9. Non-human Primates 

0 

0 

0 

0 

0 

10. Sheep 

0 

20 

0 

0 

20 

11., Pigs 

0 

0 

0 

0 

0 

Horses 

12. Other Farm AnimSs 

0 

2 

45 

0 

47 

Cattle 

0 

1 

14 

0 

15 

13 Other Animals 






Goats 

0 

0 

3 

0 

3 

Black Bears 

2 

7 

14 

0 

21 

Micro tus spp. 

0 

68 

0 

0 

68 


1 ) Professionallyacceptable standards governing the care, treatment, and use of animals including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to. during 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility 


2) Each principal Investigator has considered alternatives to painful procedures. 

3) This lacllity is adhering to the standards and regulations under the Act. and it has raouirsd that exceptions to the standanjs and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Caro and Use Committee (lACUC). A summaryof all such exceptions Is attached lo this annual reporhln 
addition to Identifying the lACUC-approved exceptions, this summary Includes a brief oxplanaUon of the exceptions, as well as the species and number of animals affected. 


4) The attending voterinarlanfor this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of 
animal care and use. 


1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

(Chief Executive Officer or Legally Responsible Institutional Official) 

* 1 certify that the above is true, correct, and complete (7 U.S.C. Section 2143). 






I 18-23 (OCT 88) which is obsolete 


















































































This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
additional information. 

Interagency Report Control No.: 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0013 

CUSTOMER NUMBER: 402 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 

Washington And Lee University 
ParmlyHall q , 

Lexington, VA 24450 " ■ 

2805 


Telephone: (540) -458-8895 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Alached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, , 
distress, or use o 
pain-relieving 
drugs. 

D. Nurr^er of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. I 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use ofappropnate anesthetic, analgesic, or tranquiiiz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the reasr 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C-^D + E) 

4. Dogs 






5. Cats 





i 

6. Guinea Pigs 






7. Hamsters 


XO 

40 

0 

(oD 



1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic. analgesic, and tranquilizing drugs, prior to, during, and following actual rest 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 


3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



APH.^ . V. T 88), which is obsolete.) 

(AUG 91 ) 




















DEC 012ffl)5 


This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 

See attached form for 
additional information. 

Interagency Report Control No.: ' 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER; 52-R-0014 

CUSTOMER NUMBER: 753 

FORM APPROVED 

0MB NO. 0579-0036 

ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

Duncroft Inc 

39166 Irish Corner Rd. 

Lovettsville, VA 20180 

• 


Telephone: (540) -822-5883 


1 3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) | 


FACILITY LOCATIONS (Sites ) - See Atached Listing 


I REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A ) 

I I I 


A. 

Animals Covered 

By The Aitirtia! 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
whic^i expehmente. 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted mvolving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teacMi‘ig> research, expet imenis, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and tne reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4. Dogs 

O 

O 

O 

O 

o 

5, Cats 

C 

O 

O 

O 

o 

6. Guinea Pigs 

C 

O 

1 

o 

o 

Cj 

7, Hamsters 

D 

O 

r:) 

o 

O 

8. Rabbits 

30 


O 



9. Non-human Primates 

o 

O 

o 

o 

O 

10. Sheep 

0 

1 

o 

c!> 

\ 

1 1 . Pigs 

o 

o 

6 

Cj 


12. ether Farm Animals 






qctiTs 

52. 

5M 

o 

o 

54 

13. ether Animals 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inr 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4} The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
{ Chief Executive Officer or Legally Responsible Institutional Official ) 



DATE SIGNED 


APHIS FORM 7023 (Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 

(AUG 91 ) 



















This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 211 

See attached form for 
addiUonal information. 

Interagency Report Control^o.; 

UNITED STATES DEPARTMENT OF AGRICULTURE 

ANIMAL AND PLANT HEALTH INSPECTION SERVICE 

1. CERTIFICATE NUMBER: 52-R-0029 

CUSTOMER NUMBER: 403 

FORM APPROVED 

0MB NO. 0579-0036 


Northern Virginia Community College 
Veterinary Technology Program 

1000 Harry Flood Byrd Highway 

Sterling, VA 20164 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 

NOV U2I(!5 


Telephone: (703) -450-2525 



3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


1 REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 | 

A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 

I being bred. 

conditioned, or 
neid for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not ye 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
expenments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which expehm^ts, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals an | 

for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, expenments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the aninnals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reast , 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

{ COLUMNS 
C+D+E) 

4. Dogs 

oL 

5 



6 8 

5. Cats 



1 

1 

3^ 


_11 

6. Guinea Pigs 








1 ) Professionally acceptable standards governing the care, treatment, and use of anirr^ls. including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual resc 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


SIGN 


<7 T.T. .r IT i-x r^r, .Mo-r.T. OFFICIAL { Type or Print ) 

DATE SIGNED 


APHIS ) 

(AUG 91 ) 



















Thi -ecort id required by law (7 DSC 2143). Failure to report according to the regulations can 
resc'.i in an order to cease and desist and to be subject to penalties as provided for in Section 21f 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


NOV *■ ' ' OSS£attached form for 

^OTdftional information. 


interagency Report Control No.: 



University Of Richmond 
28 Westhampton Way 
Richmond, VA 23173 

Telephone: (804) -289-8417 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessarv or use APHIS Form 7023A 1 


A. B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 


7, Hamsters 


8. Rabbits 

9. Non-human Primates 


10. Sheep 

11. Pigs 

12. Other Farm Animals 

13. Other Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, i 

research, 
experiments, or 
tests were 

conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animals upon 
which experiments, 
teaching, research, 
surqerv. or tests v»«re 1 

conducted involving 
accorrpanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquili? 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 







NO ANIMALS IN THESE CATEGdRIES HOUSE 


SEPTEKHER 30, 2005 




I 


ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3} This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL ( Type or Print ) 


DATE SIGNED 

ii/15/o: 


I), which is obsolete.) 


(AUG 91 ) 
















FACILITY LOCATIONS { Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY I Attach additional sheets if necessary or use APHIS Form 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


4. Dogs 


6. Cruinea Pigs 


7. Hamsters 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, experiments. 

F. 

animals upon 

which experirrients. 

research, surgery or tests were conducted involving 


which teaching, 

teaching, research. 

accompanying pain or distress to the animals and for wh 

TOTAL NUMBER 
OF ANIMALS 

research. 

surgery, or tests were 

the use of appropriate anesthetic, analgesic, or tranquiliz 

experiments, or 

conducted involving 

drugs would have adversely affected the procedures, res 

tests were 

accompanying pain or 

or interpretation of the teaching, research, experiments. 

( COLUMNS 

conducted 

distress to the animals an 

surgery, or tests. ( An explanation of the procedures 

involving no pain. 

for which appropriate 

producing pain or distress in these animals and the reast 

C+D+E) 

distress, or use o 

anesthetic, analgesic, or 

such drugs were not used must be attached to this report 

pain>relieving 

tranquilizing drugs were 



drugs. 

used. 









ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 


2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions Is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary in< 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the proNflsion of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 



(A 




















This report is required by iaw (7 USC 2143), Failure to report according to the reguialions can H F Q 02 2005 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2i; 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


See attached form for 
additional information. 


Interagency Report Control No\ 




ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


International Institute For Biomedical Research 
6501 Bright Mountain Road 
Mclean.VA 22101 


Telephone: (703) -356-3778 


3. REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets If necessarv or use APHIS Form 7023A ) 


A. B. Number of 

animals being 
bred, conditioned, 
Animals Covered or held for use in 

By The Animal teaching, testing. 

Welfare Regulations experiments, 

research, or 
surgery but not ye 
used for such 
purposes. 

4. Dogs 

5. Cats 

6. Guinea Pigs 



10. Sheep 


11. Pigs 

12. Other Farm Animals 


13. Other Animals 




ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 



(AUG 91 ) 

















International Institute for Biomedical Research 
6501 Bright Mountain Road 
McLean, Virginia 22101 


November 30, 2005 

Re: Attachment to ANNUAL REPORT OF RESEARCH FACILITY 
Registration Certificate #52-R-0109 

Question #3 Facility Locations: 

1) Primate Products 
7780 NW 53^“ St. 

Miami, FL 33166-4102 

2) All Children’s Hospital 
Animal Facility 

824 - 4*^ St. South 
St. Petersburg, FL 33701 




FACILITY LOCATIONS { Sites ) - SeeAtached Listing 


[_^EPQRT^F ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheets if necessary or use APHIS Form 7023A ) 


A. 

Animals Covered 

By The Animal 
Welfare Regulations 

B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ : 
used for such 
purposes. 

C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 

D. Number of animais upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animais an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anestl’ielic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. { An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 

4, Dogs 






5, Cats 






6, Guinea Pigs 






7. Hamsters 






8, Rabbits 






9. Non-human Primates 






10. Sheep 






1 1 , Pigs 



io 



12. Other Farm Animais 












13. Other Animais 

























I ASSURANCE STATEMENTS 


1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesletic, analgesic, and tranquillzing drugs, prior to, during, and following actual rese 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of ail such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 


4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


1 CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 

1 ( Chief Executive Officer or Legally Responsible Institutional Official ) 


NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL i Tvdb nr Print 1 

DATE SIGNED 

\\k'2jo& 


AKMib hUKM {Kepiaces VS FORM 18-23 (OCT 88). which is obsolete.) 
( AUG 91 ) 












22 Nov 2005 
ORA Inc. 

Certificate number: 52-R-OllO 
Customer number: 21687 

Annual report continuation sheet 

Block 3: Facility locations 

a. ORA Inc. Operational Medicine Department 



This report is required by law (7 USC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 2150. 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


See reverse side for Interagency Report Control No 

50. additional information. 0180-DOA-AN 


FORM APPROVED 
0MB NO. 0579-0036 


2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USDA, 
include Zip Code) 

MARY BALDWIN COLLEGE 
PO BOX 1500 
STAUNTON, VA 24401 


5r 


1. REGISTRATION NO. 

CUSTOMER NO. 

52-R-0111 

15804 


3. REPORTING FACILITY {List all locations where animals were housed or used in actual research, testing, teaching, or experimentation, or held for these purposes. Attach additional 
sheets if necessary.) — — - 


FACILITY LOCATIONS{s/fes) 


PEARCE SCIENCE CENTER 
STAUNTON, VA 24401 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY (Attach additional sheets if necessary or use APHIS FORM 7023A ) 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred. 

conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not 
yet used for such 
purposes. 


C. Number of 

D. Number of animals upon 

E. Number of animals upon which teaching, 

F. 

animals upon 

which experiments. 

experiments, research, surgery or tests were 

TOTAL NO. 

vi^ich teaching, 

teaching, research, 

conducted involving accompanying pain or distress 

research. 

surgery, or tests were 

to the animals and for which the use of appropriate 

OF ANIMALS 

experiments, or 

conducted Involving 

anesthetic, analgesic, or tranquilizing drugs would 

(Cols. C + 

tests were 

accompanying pain or 

have adversely affected the procedures, results, or 

conducted 

distress to the animals 

interpretation of the teaching, research. 

D + E) 

involving no 

and for which appropriate 

experiments, surgery, or tests. (An explanation of 


pain, distress, or 

anesthetic, analgesic, or 

the procedures producing pain or distress in these 


use of pain- 

tranquilizing drugs were 

animals and the reasons such drugs were not used 


relieving drugs. 

used. 

must be attached to this report) 





ASSURANCE STATEMENTS 


1) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesthetic, analgesic, and tranquilizing drugs, prior to, during, 
and following actual research, teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each pnncipal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act, and it has required that exceptions to the standards and regulations be specified and explained by the 
principal investigator and approved by the Institutional Animal Care and Use Committee (lACUC). A summary of all the exceptions Is attached to this annual report. In 
addition to identifying the lACUC-approved exceptions, this summary includes a brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other 

aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
(Chief Executive Officer or Legaliy Responsibie Institutional official) 

I certify that the above is true, correct, and complete (7 U.S.C. Section 2143) 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFFICIAL I NAME & TITLE OF C.E.O. OR INSTITUTIONAL OFFICIAL (Type or Print) I DATE SIGNED 



APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 
























This'report is required by law (7 USC '2143)1 Failure to reporf according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


MV C72ffl5. 


■“S^Wached form for 
additional information. 


1. CERTIFICATE NUMBER; 52-R-0112 
CUSTOMER NUMBER: 28485 


Interagency Report Control 


FORM APPROVED 
0MB NO. 0579-0036 


trol 


ANNUAL REPORT OF RESEARCH FACILITY 

( TYPE OR PRINT ) 


Aderis Pharmaceuticals 
2028 Dabney Road Suite E-17 
Richmond, VA 23230 


Telephone; (804) -358-9468 


3, REPORTING FACILITY ( List all locations where animals were housed or used in actual research, testing, or experimentation, or held for these purposes. Attach additional sheets if necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Usting 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY ( Attach additional sheeU if necessary or use APHIS Form 7023A ' 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of animal 
being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y€ 
used for such 
purposes. 


Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use o 
pain-relieving 
drugs. 


Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain cx 
distress to the animals an 
for which appropriate 
anesthetic, anaige^c. or 
tranquilizing drugs were 
used. 


E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments, 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress In these animals and the reasr 
such drugs were not used must be attached to this report 


TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 



ASSURANCE STATE MENTS — 

1 ) Professionally acceptable standards governing the care, treatment, and use of animals, including appropriate use of anesletic, analgesic, and tranquilizing drugs, prior to, during, and following actual rase 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facililv is adhering to the standards and regulations under the Act, and it has required that excepUons to the standards and regulations be specified and explamed by the principal invesbgator and ap 
hsfilutional Ii"re and Use Committee (lACUC). A summary of all such excephons is attached to this annual report. In addition to identifying the lACUC-approved exceptions, th.s summaor .nc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. ^ 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


DATE SIGNED 


10-23 (OCT 88). which is obsolete.) 


( AULi yi ) 
















Thi’- mort is required by law {7 DSC 2143). Failure to report according to the regulations can 
result in an order to cease and desist and to be subject to penalties as provided for in Section 21! 


UNITED STATES DEPARTMENT OF AGRICULTURE 
ANIMAL AND PLANT HEALTH INSPECTION SERVICE 


2 92005 


See attached form for 
additional information. 


1. CERTIFICATE NUMBER: 52-R-0114 
CUSTOMER NUMBER: 31078 


Interagency Report Control No.: 


FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

{ TYPE OR PRINT ) 


Atscc 

1621 Donna Dr 
Suite 3 

Suffolk, VA 23451 
Telephone: (757) -418-0101 


3. REPORTING FACILITY { List all locations where animals were housed or used in actual research, testing, or expenmentation, or held for these purposes. Attach additiohal sheets If necessary ) 


FACILITY LOCATIONS ( Sites ) - See Atached Listing 


REPORT OF ANIMALS USED BY OR UNDER CONTROL OF RESEARCH FACILITY f Attach additional sheets if necessaiv or use APHIS Form 7023A ) 


A, B. Number of animal 


Animals Covered 
By The Animal 
Welfare Regulations 


4. Dogs 

5. Cats 

6. Guinea Pigs 


7. Hamsters 


8. Rabbits 


9. Non-human Primates 


10. Sheep 

11. Pigs 

12. Other Farm Animals 


being bred, 
conditioned, or 
held for use in 
teaching, testing, 
experiments, 
research, or 
surgery but not y? 
used for such 
purposes. 


C. Number of 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no pain, 
distress, or use O' 
pain-relieving 
drugs. 

I D. Number of animals upon 

I which experiments, 

teaching, research, 
surgery, or tests were 
conducted involving ; 

accompanying pain or 
distress to the animals an 
for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs were 
used. 

E. Number of animals upon which teaching, experiments, 
research, surgery or tests were conducted involving 
accompanying pain or distress to the animals and for wh 
the use of appropriate anesthetic, analgesic, or tranquiliz 
drugs would have adversely affected the procedures, res 
or interpretation of the teaching, research, experiments 
surgery, or tests. ( An explanation of the procedures 
producing pain or distress in these animals and the reasc 
such drugs were not used must be attached to this report 

F. 

TOTAL NUMBER 
OF ANIMALS 

( COLUMNS 
C+D+E) 







i 

I 




1 ) Professionally acceptable standards governing the care, treatment, and use of animals. Including appropriate use of anestetic, analgesic, and tranquilizing drugs, prior to. during, and following actual res€ 
teaching, testing, surgery, or experimentation were followed by this research facility. 

2) Each principal investigator has considered alternatives to painful procedures. 

3) This facility is adhering to the standards and regulations under the Act. and it has required that exceptions to the standards and regulations be specified and explained by the principal investigator and ap 
Institutional Animal Care and Use Committee (lACUC). A summary of all such exceptions is attached to this annual report. In addition to identifying the lACUC-approved exceptions, this summary inc 
brief explanation of the exceptions, as well as the species and number of animals affected. 

4) The attending veterinarian for this research facility has appropriate authority to ensure the provision of adequate veterinary care and to oversee the adequacy of other aspects of animal care and use. 


CERTIFICATION BY HEADQUARTERS RESEARCH FACILITY OFFICIAL 
( Chief Executive Officer or Legally Responsible Institutional Official ) 


N 


NAMP K TiTi p np r p n np in.'^titi itionai official ( Type or Print ) 


DATE SIGNED 


APHIS FC/RM 7023 
(AUG 91 ) 


(Replaces VS FORM 18-23 (OCT 88), which is obsolete.) 














NOV 9 92005 



Assessment and Training 
SOLUTIONS 


TQS, Corp. 


November 28, 2005 


United States Department of Agriculture 
Animal and Plant Health Inspection Service 
Annual Report of Research Facility 
920 Main Campus Drive 
Suite 200 

Raleigh, NC 27606-5213 

Re: Certificate Number 52-R-0114 

Customer Number 31678 

Dear Sirs: 

Sub: Summary to Exceptions to Animal Welfare Act (AWA) standards. 

1 . Please be aware that the ATSCC Institutional Animal Care and Use Committee 
(lACUC) approved the exception to the sterile procedures standard of the Animal 
Welfare Act. 

We are not utilizing the sterile procedure standard because we are simulating a 
tactical field environment which is non-sterile. 


ASSESSMENT AND TRAINING SOLUTIONS CONSULTING CORPORATION 

TQS, CORP. 

1621DONNA DRIVE SUITE 3 • VIRGINIA BEACH VA • 234SI 
VOICE: 757.425.4963 • FAX: 757.425.4966 
WWW.ATSCC.NET 



(b)(6), (b)(7)c 


This report is required by law (7 USC 2143T L"diroraMnfofr^jn_ 

result in an o rder to cease and desiSt and to be subiecl to penalties pro 1 i REGISTRATION NO CUSTOMER NO. 

UNITED STATES DEPARTMENT Oh AGKICULI UKb 1- “ 681 

AnLaL AND PLANT HEALTH INSPECTION SERVICE 52-V-OODd 


Interagency Report Control No 
01 80-DOA-AN 

FORM APPROVED 
0MB NO. 0579-0036 


ANNUAL REPORT OF RESEARCH FACILITY 

(TYPE OR PRINT) 


"2. HEADQUARTERS RESEARCH FACILITY (Name and Address, as registered with USUA, 
indude Zip Code) 

VA MEDICAL CENTER (652) 

1201 BROAD ROCK BOULEVARD 
RICHMOND, VA 23249 




I sheets if necessary.) FACILITY LOCATIONS(srtes) ■ — 

VA MEDICAL CENTER 

RICHMOND, VA 23249 


t ..= SMIMAI .6 USED B Y OR UNDER CONTROL OF RESEARCH FACILITY (Attach add4^na/ sheets d necessary or use APHIS ™ 


Animals Covered 
By The Animal 
Welfare Regulations 


B. Number of 
animals being 
bred, 

conditioned, or 
held for use in 
teaching, testing, 
experirr^ents, 
research, or 
surgery but not 
yet used for such 
purposes. 


C, Nurr^berof 
animals upon 
which teaching, 
research, 
experiments, or 
tests were 
conducted 
involving no 
pain, distress, or 
use of pain- 
relieving drugs. 


0. Number of animals upon 
which experiments, 
teaching, research, 
surgery, or tests were 
conducted involving 
accompanying pain or 
distress to the animals 
and for which appropriate 
anesthetic, analgesic, or 
tranquilizing drugs >were 
used. 


Number of animals upon which teaching, 
experiments, research, surgery or tests were 
conducted involving accompanying pain or distress 
to the animals and for which the use of appropriate 
anesthetic.analgesic. or tranquilizing dnjgs would 
have adversely affected the procedures, results, or 
interpretation of the teaching, research, 
experiments, surgery, or tests. (An explanation of 
the procedures producing pain or distress in these 
animals and the reasons such drugs were not used 
must be attached to this report) 


TOTAL NO. 
OF ANIMALS 


4. Dogs 


6. Guinea Pigs 

7. Hamsters 

8. Rabbits 

9. Non-Human Primates 

10. Sheep 

1 1 . Pigs 

12. Other Farm Animals 

Chickens 

13. Other Animals 


I ASSURANCE STATEME NTS , , . „ of anesthe lic analgesic, and tranquilizing drugs, prior to. during. 

’’ Jnnci al inUigator and approved by ncS"^ me eTce^tions, as well as the species and number of an.mals affected. 

CERTIFICATION BY HEADQUARTERS K ESEARCH FACILI I Y OhuCi^ 

(Chief Executive Officer or Legally ._ 

I cehifv that the TTT:^S”^E°ru?iNSI I^^^^^ OHHU'AL , lype o,— 1 OATE SIGNED- 

SIGNATURE OF C.E.O. OR INSTITUTIONAL OFHUAL j NAME & TITLE OF C.E.O. OR INSTl 


APHIS FORM 7023 
(AUG 91) 


(Replaces VS FORM 18-23 (Oct 88), which Is obsolete 


PART 1 - HEADQUARTERS 


